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Dear George: 


As we advised you in our letter of 17 January 1957, CMCC Doc. 
No, 151X5,382, a number of changes would be required in the FAK, 
360-Day, and SLOE lists for FOG to bring them up to date. Enclosed 
are revisions to the FAK list for System 1 (Equipment List I), the 
360-Day support list for System 1 (Equipment List II), and the SLOE 
list for Systems 1 and 3 (Equipment List VI). 


Exhibit A is a summary of the additions, changes, and deletions 
to existing Equipment List I]. Exhibit B is a cost summary covering 
the additions. As was the case in items for your project, we had 
already purchased the deleted items, and accordingly they will become 
surplus and available for disposition as you may recommend. The 
dollar amount of these items is relatively small, about $400. Follow- 
ing the same practice used for your project, we have included a list 
of recommended standard-stock resistors, capacitors and hardware 
which should be readily available in Government electronic stores 
(Exhibits C, D, and E, respectively). We do not plan to furnish these 
items unless you request that we do so, but they will be required in 
servicing System 1 equipment. The reductions in quantities recom- 
mended more than offset the additions and serve to reduce the total 
by $1,315.61; the fixed fee on that amount, at 8.25%, is $108.54; and 
the total estimated cost, including fee, is reduced $1,424.15 by these 
revisions. 


Exhibit F is a summary of the additions, changes, and deletions 
to existing Equipment List II]. Exhibit Gis a cost summary covering 
the additions. Again, we had already purchased the deleted items, 
and accordingly they will become surplus and available for disposition 
as you may recommend. The dollar amount of these items is about 
$800. The reductions in quantities recommended more than offset the 
the additions and serve to reduce the total by $191. 05; the fixed fee 
on that amount, at 8.25% is $15.77; and the total estimated cost, 
including fee, is reduced $206. 82 by these revisions. 


Exhibit His a summary of the additions, changes, and deletions 
to existing Equipment List VI. Exhibit J is a cost summary covering 
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the changes and additions. The total estimated cost of the additions and 
changes to Equipment List VLis $3,262. 03; fixed fee at 8.25% is $269. 12; 
and the total estimated cost for these revisions, including fixed fee, is 
$3 531545. 


Your approval is requested for these changes as set forth. We will 
not procure the additional items until we receive authorization from you. 


A copy of the exhibits and letter, and three copies of each of the 
revised lists are being sent to Jim M. A copy of each of the revised 
lists has been furnished to the Project and FOG groups at Maywood. 


Sincerely, 


Enclosures: 
Equipment List I $he/s7 25X1A 


Equipment List II 


Equipment List VI (oo 


Exhibit A Fag by fPo 

Exhibit C (Late 
Exhibit D above 

Exhibit E 


Exhibit F 
Exhibit H 
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W/encls, copy 4 of 6 

of the above documents 
H,A.W. - AFO 

W/encls, copy 5 of 6 

of the above documents 


Approved For Release 2000/ds ek READP8 1 B00878R001400040155-7 


MP 
NUMBER 


MP 10600 


MP 64001 
MP 10016 
MP 40009 
MP 30518 
MP 10041 
MP 10046 
MP 62001 
MP 61001 
MP 61003 
MP 10436 
MP 61002 
MP 62103 
MP 63003 
MP 6300} 
MP 63005 
MP 10993 


MP 10212 
MP 57002 


MP 62006 


MP 10229 


_MP 10219 


ADDITIONS TO FLY-AWAY KIT FOR SYSTEM 1 


NOMENCLATURE 


Solenoid, Jam Roller, WEST COAST ELECTRIC MFG. 


CORP., No. A-359 


Delay Line, GUDEMAN G-101, or BRUBAKER RDL-500 


Transition Assembly Complete 
Choke, 27 microhenries, JEFFERS ELECT. 
Capacitor, Tantalytic, G.E. No. @9F515 


Loop Arm Supply Reel Complete Assembly 


Loop Arm Take-up Reel, Complete Assembly 


Plug, WINCHESTER, No. HMMPLR 

Socket, WINCHESTER, No. M4SLS 
Receptacle, WINCHESTER, No. MRE7S-G 
Plug, WINCHESTER, No. MRE7P-G 

Socket, WINCHESTER, No. M/SLS 

Plug, WINCHESTER, No. M7PLS 

Cable Assembly, Coaxial 

Cable, C, Unit and Cy Unit to Bulkhead 


1 


Cable, Cy Unit to CoUnit 
Cable Assembly (with Heater Plug) 


Desiccant, Mobilbead, SOCONY-VACUUM 
1 ilb. size 


Fuse, 2 Amp., 3AG, Slo-Blo, 117 V.,; 
No. 159023 


Plug, WINCHESTER, No. MRE21P-G 


Tape, Plastic Electrical, SCOTCH, 1/2" 
Wide Roll 


Cheesecloth, 10 yd. Roll 
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25 


12 
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MP 
NUMBER — 


MP 70027 


MP 61209 
MP 56011 
MP 56008 
MP-56018 
MP 55939 
MP 56026 


MP 10001 


ADDITIONS TO FLY-AWAY KIT FOR SYSTEM 1 


NOMENCLATURE QUANTITY 
Lubricant, MOLLY SPRAY KOTE, ALPHA CORP. 

12 oz. can 1 
Adapter, BNC, Tee, UG-274/U or UG-274A/U 10 
Adapter, BNC, Right Angle, UG-306/U 5 
Adapter, Type N, Straight, UG-29B/U 5 
Adapter, Tee, Type N, UG-107B/U 5 
Adapter, BNC-N, UG-201/U 5 
Adapter, BNC-UHF, UG-255/U 10 
Circuit Board Assembly, Receiver Unit 1 
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NUMBER 


MP 10087 


MP 10174 


MP 10184 


MP 10168 


MP 68001 


arc 


QUANTITY CHANGES AND NOMENCLATURE CORRECTIONS 


TO FLY-AWAY KIT FOR SYSTEM 1 


NOMENCLATURE 
Head, Cover, Complete Assembly 


Motor, Capstan, with Electric 
Filter, Mech. Filter and Bracket 


Motor Supply Reel, and Gear Box 
Assembly 


Motor, Take-up Reel, and Gear Box 
Assembly 


Relay, Thermal 


INSTRUCTION 
Change Quantity from 2 to 1 


Change Quantity from 5 to 2 


Change Quantity from 5 to 2 


Change Quantity from 5 to 2 


Correct nomenclature to read: 
Relay, Time Delay, RM 60 
or Amperite No. 6NO60T 
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DELETIONS TO FLY-AWAY KIT SYSTEM 1 


LIST MP 
ITEM NUMBER NUMBER NOMENCLATURE 
3 MP 30005 Capacitor, Silverlytic, 2 MFD, 100 v, MALLORY, TAP 
52 MP 20432 Kit, Resistor, OHMITE CAB-10, 1/2 Watt with Cabinet 
53 MP 20428 Kit, Resistor, OHMITE CAB-2, 1 Watt with Cabinet 
69 MP 40154 Reel 10 1/2", Plastic for Storage of Tape 


Approved For Release 2000/05/16 : CIA-RDP81B00878R001400040155-7 


25X1A 
Approved For Release 2000/05/16 : CIA-RDP81B00878R001400040155-7 


Approved For Release 2000/05/16 : CIA-RDP81B00878R001400040155-7 


MP 
NUMBER 


MP 10600 


MP 64001 


MP 10016 


MP 40009 
MP 30518 
MP 10041 
MP 10046 


MP 62001 
MP 61001 


MP 61003 
MP 10436 
MP 61002 
MP 62103 
MP 63003 


MP 63004 


MP 63005 


MP 10993 
MP 10212 


MP 57002 
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ADDITIONS TO FAK SYSTEM I 


NOMENCLATURE 

Solenoid, Jam Roller, WEST 
COAST ELECTRIC MFG. CORP. 
No. A-359 


Delay Line, GUDEMAN G-101, 
or BRUBAKER RDL-500 


Transition Assembly Complete 


ESTIMATED 


UNIT COST 


$ 6.75 


10.00 
28.65 


Choke, 2{ microhenries, JEFFERS 


ELECT. 


Capacitor, Tantalytic, G.E. 
No. 29F515 


Loop Arm Supply Reel Complete 
Assembly 


Loop Arm Take-up Reel Complete 


Asseribly 
Plug WINCHESTER, No. HM4PRL 
Socket, WINCHESTER, No. MM4SLS 


Receptacle, WINCHESTER, No. 
MRE7{S-G 


Plug, WINCHESTER, No. MRE7P-G 
Socket, WINCHESTER, No. M/SLS 
Plug, WINCHESTER, No. M7PLS 
Cable Assembly, Coaxial 


Cable, Cy Unit and CUnit 
to Bulkhead 


Cable, C Unit to Cy Unit 


Cable Assembly (with Heater 
Plug) 


Desiccant, Mobilebead SOCONY- 
VACUUM, 1 lb. size 


Fuse, 2 Amp. 3 AG, Slo-Blo, 
117 v., No. 159023 


40 


1.80 


201.13 


201.13 
Au (8) 
1.08 


1.50 


12 


25 


Nn KH HD DW AH 


25 


ESTIMATED 
AMOUNT 


$ 27.00 


1.50 


3.00 
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MP 
NUMBER 


MP 62006 
MP 10229 


MP 10219 


MP 70027 
MP 61209 
MP 56011 
MP 56008 


MP 56018 
MP 55939 
MP 56026 


MP 10001 


ADDITIONS TO FAK SYSTEM I 


ESTIMATED 
NOMENCLATURE UNIT COST 
Plug, WINCHESTER, No. 

MRE21P-G $ 1.76 
Tape, Plastic Electrical, 

SCOTCH, 1/2" Wide Roll 1.35 
Cheesecloth, 10 yd. roll 1.35 
Lubricant, MOLLY SPRAY KOTE 

ALPHA CORP., 12 oz. can 2.00 
Adapter, BNC, Tee, UG-274/U 

or UG-274A/U 2.97 
Adapter, BNC, Right Angle, 

UG-306/U 1.60 
Adapter, Type N, Straight, 

UG-29B/U 2.05 
Adapter, Tee, Type N, UG-107B/U 2.15 
Adapter, BNC-N, UG-201/U 1.35 
Adapter, BNC-UHF, UG-255/U 1.40 
Circuit Board Assembly, 

Recorder Unit 557-48 


Approved For Release 2000/05/16 : CIA-RDP81B00878RO00 14004015542. 


Approved For Release 2000/05/16 : CIA-RDP81B00878R0014000404 95-7 


Approved For Release 2000/05/16 : CIA-RDP81B00878Rqq1400040155-7 


List MP 
Item No. Number 


9 MP -10087 
12 MP -10174 
13 MP -10184 
14 MP -10168 


QUANTITY CHANGES 
TO FLY-AWAY KIT FOR SYSTEM 1 


Estimated Present Revised Estimated Re- 


Nomenclature Unit Cost 


Head, Cover, 
Complete Assembly $ 510,00 


Motor, Capstan, 

with Electric Filter, 

Mech. Filter and 

Bracket 186.15 


Motor Supply Reel, 
and Gear Box 
Assembly 257,00 


Motor Take Up 
Reel and Gear 
Box Assembly 257, 00 


Quantity Quantity duction Amount 


2 l $ 510,00 
5 2 558.45 
5 2 771,00 
5 2 771, 00 
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LIST OF RECOMMENDED RESISTORS FOR SUPPORT OF FLY-AWAY KITS 


SYSTEM 1 


1. Resistor, Fixed Composition .5W P/M 5% 


Federal Stock No. 


FSNA=5905~-190-8889 


FSNA-5905=279-3514 
FSNA=5905~1 71-2006 
FSNA-5905-279 -1890 
FSNA-5905-195-6800 


FSNA-5905-279-1757 
FSNA=5905~190-8881 
FSNA-5905-279-1876 


FSNA-5905-279-3506 
FSNA-5905-279-3505 
FSNA-5905=279-3504 
FSNA~5905=195-6453 
FSNA-5905-279~=3503 


FSNA-5905-185-8510 | 


FSNA-5905-279~-3502 
FSNA-5905-279=2616 


FSNA-5905-171-2004 
FSNA-5905-279 -3499 


FSNA=5905-279-3497 
FSNA~5905-254-9201 


PSNA-5905-116-8998 
FSNA-5905-195-6761 


FSNA~5905-279-2522 


100 
120 


100000 
120000 
150000 
180000 


Resistor Value 


Resistor Part No. 


RC20GFLOLJ 
RC20GFL21LI 
RC20GFL51LI 
RC20GF18LI 
RC20GF221I 
RC20GF27LI 
RC20GF33LJ 
RC20GF391T 
RC20GF4L LI 
RC2Z20GF561LT 
RC20GF68LI 
RC20GF82LI 
RC20GFLO2T 
RC20GFL227 
RC2Z0GFL52J 
RC20GFL827 
RC20GF2227 
RC20GF272I 
RC20GF332I 
RC2Z0GF3927 
RC20GFL.727 
RCZOGF562o 
RC2Z0GF6827 
RC20GF8227 
RC20GF103J 
RC20GF1L23I 
RC20GF1L530 
RC2Z0GF1L837 
RC20GF2230 
RC2Z0GF2 73d 
RC2Z0GF333J 
RC20GF393d 
RC20GFL73c 
RC2Z0GF56 30 
RC20GF6830 
RC20GF823I 
RC20GFLOLT 
RC2ZOGFL24 
RC2Z0GEFL54,7 
RC20GF1847 


| 


| SAPG \W® SoH 
OHS 


COPY, 


Lag riers ete nae 


Quantity 


Winn MMIII a www 
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LIST OF RECOMMENDED RESISTORS FOR SUPPORT OF FLY-AWAY KITS 


Federal Stock No. 


FSNA=5905~-192-0667 


FSNA-5905-279-2515 
FSNA-5905-279-2514 


FSNA~5905-185-8490 


FSNA~5905-279-1865 


SYSTEM 1 


Resistor Value 


220000 OHMS 
270000 OHMS 
330000 OHMS 
390000 OHMS 
470000 OHMS 
560000 OHMS 
680000 OEMS 
820000 OHMS 
1 MEG OHM 


1 
1 
1 
2 
2 
ca 
3° 
i, 
p) 
6. 
QO. 


1 


Resistor Part No. 


RC2ZOGF22h.5 
RC20GF2 74 
RC20GF334g 
RC2Z0GF3940 
RC20GF4 747 
RC20GF5647 
RC2Z0GF684.T 
RC20GFS24, 
RC20GFLO5J 
RC20GF125I 
RC20GFL55a 
RC20GF1LE5I 
RC20GF2257 
RC20GF2757 
RC20GF3357 
RC20GF395d 


_ RC20GFE 75a 


RC2Z0GF5657 
RC2O0GF6857 
RC20GFLO6T 


1957 


Quantity 


NAOT NTT 0 80 0 0 a a 
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‘LIST OF RECOMMENDED RESISTORS FOR SUPPORT OF FLY-AWAY KITS 
SYSTEM 1 


2. Resistor, Fixed Composition 1W P/M 5% 


Federal Stock No. Resistor Value Resistor Part No. Quantity 
100 OHMS RC32GFLOLT 5 
120 OHMS RC32GFL2LI 5 
150 OHMS RC32GFL51LI 3 
180 OHMS RC32GF181LI 5 
220 OHMS RC32GF221LI 5 
270 OHMS RC32GF271d 5 
330 OHMS RC32GF331T 5 
390 OHMS RC32GF391T 5 
470 OHMS RC32GF471I > 
560 OHMS RC32GF561lT | 5 
680 OHMS RC32GF681I 5 
820 OHMS RC32GF821LI 5 

1000 OHMS RC32GFLO2I 5 
1200 OHMS RC32GF1 227 5 
1500 OHMS RC32GFL527 5 
1800 OHMS RC32GF1L827 5 
2200 OHMS RC32GF2227 5 
2700 OHMS RC32GF2 727 5 
3300 OHMS RC32GF332T 5 
3900 OHMS RC32GF3927 5 
4700 OHMS RC32GF4 727 5 
5600 OHMS RC32GF5627 5 
6800 OHMS RC32GF682T 5 
8200 OHMS RC32GF8227 5 
10000 OHMS RC32GF1L037 5 
12000. .OHMS RC32GF1235 5 
15000 OHMS RC32GF1537 5 
18000 OHMS RC32GF1837 5 
22000 OHMS RC32GF223I 5 
27000 OHMS RC32G6F2 730 5 
33000 OHMS RC32G6F3330 5 
39000 OHMS RC32GF3937 y) 
47000 OHMS RC32GF4-730 5 
56000 OHMS RC32GF56 30 5 
68000 OHMS RC32GF683I 5 
FSNA~5905-299-2008 75000 OHMS RC32GF 7530 5 
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LIST OF RECOMMENDED RESISTORS FOR SUPPORT OF FLY-AWAY KITS 


SYSTEM 1 
Federal. Stock No. Resistor Value Resistor Part No. Quantity 

82000 OHMS RC32GF8237 5 
100000 OHMS RC32GFLO4T 5 
120000 OHMS RC32GFL247 5 
150000 OHMS RC32GF1L54 5 
180000 OHMS ‘ RC32GF1845 5 
220000 OHMS RC32GF2247 5 
270000 OHMS RC32GF2 74 5 
330000 OHMS RC32GF334 5 
390000 OHMS RC32GF394 5 
470000 OHMS RC32GF4. 74.5 5 
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LIST OF RECOMMENDED CAPACITORS FOR SUPPORT | aaa 
OF FLY-AWAY KIT - SYSTEM I 


.- Capacitor, Disc, Ceramic, 600 volt 


Capacitor Value Quantity 
.OO1 MFD uke) 
.002 MFD 10 
-005 MFD 10 
-Ol MED LO 
-02 MED 10 


Capacitor, Mica, CM-15 


Capacitor Value DC Wkg Voltage Capacitor Part No. Quantity 

1 MMF 500 CM-15-C-010-M 5 

2 MMF 500 CM-15-C-020-M 5 

3 MMF 500 CM-15-C-030-M 5 

5 MMF 500 CM-15-C-050-K 5 
10 MMF 500 CM-15-C-100-J 5 
12 MMF 500 CM-15-C-120-3 5 
15 MMF 500 CM-15~C=150-J 5 
18 MMF 500 CM-15-C-180-J 5 
20 MMF 500 CM-15-C=200-J 5 
22 MMF 500 CM-15-C-220-J 5 
2h MMF 500 CM-15-E-240-J 5 
27 MMF 500 CM-15-E-270-J 5 
30 MMF 500 CM-15-E-300-J 5 
33 MMF 500 CM~15-E-330-3 5 
36 MMF 500 CM-15~-E- 360-7 5 
39 MMF 500 CM=15-E=390-J 5 
43 MMF 500 CM-15-E-4.30-J 5 
47 MMF 500 CM-15-E-: 70-7 5 
50 MMF 500 CM-15-E-500-J 5 
51. MMF 500 CM-15-E-510-J 5 
56 MMF 500 CM-15-E-560-J 5 
62 MMF 500 CM-15-E-620-J 5 
68 MMF 500 CM-15-E-680-3 5 
75 MMF 500 CM-L5-E-750-3 5 
82 MMF 500 CM-15-E~-820-3 5 
91 MMF 500 CM-15-E-910-3 5 
100 MMF 500 CM-15-E-101-J 5 
110 MMF 500 CM-15-E-111-3 5 
120. MMF 500 CM~15-B-121-3 5 
130 MMF 500 CM-15-E-131-J 5 
150 MMF 500 CM-15-E-151-J 5 
160 MMF 500 CM-15-E-161-3 5 
180 MMF 500 CM-15-E-181-J 5 
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LIST OF RECOMMENDED CAPACITORS FOR SUPPORT 
OF FLY-AWAY KIT - SYSTEM 1 


2. (continued) 


Capacitor Value DC Wkg Voltage Capacitor Part No. Quantity 
200 MMF 500 CM-15-E-201-3 5 
220 MMF 500 CM-15-E-221-3 5 
240 MMF 500 CM-15-E-2h1-J 5 
250 MMF 500 CM-15-E-251-J 5 
270 MMF 500 CM-15-E-271-J 5 
300 MMF 500 CM-15~-E-301-d 5 
330 MMF 500 CM-15-E-331-0 5 
360 MMF 500 CM-15-E-361-3 5 
390 MMF 500 CM-15-E-391-J 5 
430 MMF 300 CM-15-E-431-3 5 
470 MMF 300 CM-15-E-4.71-3 5 
500 MMF 300 CM-15-E-501-3 5 
510 MMF 300 CM-15-E-511-J 5 

PAGE @ 
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Part No. 


79+012~062-0312 
79-022-094-0375 
73-022-094-500 
AN340=2 
AN316-5R 
AN365D440 
AN364D524 
AN365D632 
68-1660-00 
92-1660-00 
92-1660-26 


92-1660=26 
22N-C2-40 
22NC5-40 
22NM-40 
68=1660-40 


68-1660-40 
68N-1660-}0 
92-1660-0 


22NM-62 
92-M-62 


5100-12 
5100-12(0F) 
5100-15 
5100-18 
5100-18(0F) 
5100-25 
5100-25(0F) 
5133-6 
X5133~6 
5133-9(OF) 
5133-12-S-MF 
AN51000=2 
AN505-0<2 


LIST OF RECOMMENDED HARDWARE 


SAPG {Q¥ S Den 
COPY { OF 


us 


Description 


Rollpin, ESNA 
Rollpin, ESNA 
Rollpin, ESNA 
Nut, Hex Hd., 2=-56NC-2, Stl. Cad PL 
Nut 
Nut 4-Lonc-2 
Nut 
Nut 6-32NC-2 
Nut, Elastic Stop Miniature 0-8NF-3B 
Nut, Elastic Stop, O-SONF-3 ESNA 
Nut Stop, Hex Miniature, Brass Cd. 
Pl. 256NC-2A ESNA 
Nut, 2-56NC-3, ESNA 
Nut, Elastic (Clinch) Stop Nut 
Nut, Clinch, ESNA 
Nut, Elastic Stop, ESNA 
Nut, ESNA 4-40NC-3 Black Anodize 
MIL-A-8625A or (optional) 92-1660-0 
Blacken per MIL-F-495A 
Nut, Self Locking, ESNA 
Nut, Elastic Stop 
Nut, Stop, Hex Miniature, L-HONC=3 
Bth'd, ESNA, Brass Cd. Pl 
Nut, Elastic Stop, ESNA 
Nut, Stop, ESNA, 6-32 Brass Cd PL 
Nut, Jam 1/4-20 x .157 max thick 
Stl. Bl. Ox 
Nut, Jam 6-32 (thin) 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes: Truerc 
Retaining Ring, Waldes Truarc 
Retaining Ring, Waldes Truarc 
Screw 
Screw, 62° Flat Hd., 0-80 x 1/8 lg. 
Stl. Cad. Pl. 
Screw Fil. 8-8ONF-2 x .125 lg. 
Stl. Cad. Pl. 
Serew, Rd. Hd. O-80NF 2 x .156 lg. 
Stl. Cad. Pl. 
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LIST OF RECOMMENDED HARDWARE 


Part No. No. Reg. Description 

25 Screw, Fill. Hd., 0-80 x 1/4 1g. 
Stl. Cad. Pl. 

50 Serew, Mach., Fill. Ha. O-SONF2A x 1/4 
lg. Stl. Cad. Pl. 

25 Screw, 82° Flat Ha. 0-80 x 1/h ig. 
FF2, Stl. Cad. Pl. 

25 Screw, Rd. Hd. O-8ONF-2 x 1/4 lg. 
Stl. Blacken 

25 Screw, Fil. Hd. O-SONF-2 x 1/4 lg. 

. Stl. Cad. Pl. 

25 Screw, Fil. Hd. 0-80 x 5/16 lg. 
Stl. Cad. Pl. 

50 Screw, Fil. Hd. 0-80NF~2 x 5/16 lg. 


Stl. Blacken 
per MIL-F~13924 Cc. L. GR. A. 


50 Screw, 82° Flat Hd. 0-80 x 1/2 lg. 
Stl. Nickel Pl. 
50 Screw, Self Tapping, Type F, 
2-56NC 2 x 1/8 1g. (Parker Kalon) 
AN515-2-2 50 Screw, Rd. Hd., 2-56 
25 Screw-Set, Hex. Soc., Cup Point, 
2-56 x 1/8 lg. Stl. Black Ox. Fin 
25 Screw, Set, Allen Hd. Fl Pt 2-56NC- 
2x 1/8 1g. Stl. Black Ox Fin 
AN505-2-3 50 Serew, 829 Flat Hd., 2-56 NC-2 
Blacken per MIL-F-13924 CIL GRA 
25 Screw, Binding Hd. 4-40NC-2 x 1/4 lg. 
25 Screw, Mach., Binder Hd., 2-56NC-2 x 
1/4 1g. Stl Cad. Pl. 
Awn500002-4 50 Screw, Fil. Hd., 2-56NC-2 x 1f4 lg. 
St. Stl. 
AN5002-4 50 Screw, Fil. Hd., 2-56 x 1/4 lg. 
AN500C2-5 50 Screw, Fil. Hd. 2-56 x 5/16 lg. 
Corrosive Res. Stl. 
50 Serew, Binder Hd., 4-ho NC 2 x 5/16 lg. 
Nickel or Brass Pl. 
AN505-2-5 25 Screw, 829 Flat Hd., 2-56NC-2 x 5/16 lg. 
Stl. Cad. Pl. 
25 Screw, Allen Cap., Internal Socket Hd. 
2-56NC 2x 1/2 ig. 
50 Serew, Fil. Hd., 2-56NC-2 x 7/8 lg. St. Stl. 
25 Serew-Set, 4-4O x 3/32 lg. 
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Part No. 


AN505-4-3 


AN515-1-4 


AN500-4—), 
AN500-4,—4, 


AN505-4-5 


AN505-4-6 
AN505-4~6 
AN500-4~7 
AN505~h-7 
AN505-4-7 
AN500-4=7 


AN507-4-7 
AN500-4-8 


AN505-B-4-8 


AN515¢h-12 


AN515~-6-6 
AN515-6-7 
AN505-6-8 
AN515-6-8 
AN515~6-14 


AN565AC8-H7 


LIST OF RECOMMENDED HARDWARE 


Description 


Screw, Flat Hd., 3/16 lg. 
Screw, 82° Flat Ha. 4-hONC 2 x 1.4 lg. 
Stl. Cad. Pl. 
Screw Rd. Hd., 1/4 1g. 
Screw, Binder Hd. 1/4 1g. Stl. Cad. Pl. 
Screw, Fil. Hd. 4-40NC 2 x 1/4 1g. 
Serew-Mach., Fil. Hd. 4-4ONC 3x.250 lg. 
Stl. Cad. Pl. 
Serew-Binder Hd. 5/16 1g. Stl. Cad. Pl. 
Serew, Soc. Hd. Cap., 4-4O x 3/16 lg. 
Stl. Bl. Ox. Fin. 
Screw, 82° Flat hd., 4-0 
Screw, Cap., Hex. Soc. 4-40 x 5/16 Stl. 
Cad. Pl. or Blue Penetrant 
Screw, Soc. Ha. Cap. 4-hO x 3/8 lg. Stl., 
Nickel Pl. 
Serew, Flat Ha., 3/8 lg. 
Screw, Flat Hd., 1/2 lg. 
Screw, Filister Hd., 7/16 lg. 
Serew, Flat Hd., 7/16 lg. 
Screw, 82° Flat Hd., 4-40 NC 2 
Screw, Mach., Fil. Hd. 4-lLONC 3 x .437 lg. 
Stl. Cad. Pl. 
Screw, Flat Hd., 7/16 lg. 
Serew, Fil. Hd., 1/2 lg. 
Screw, 82° Fil. Hd., 4-ho NC 2 x 1/2 leg. 
Serew, Set, Hex. Sock. Cone Point 
4-48 x 1/2 lg. St. Black Ox Fin 
Serew, Soc. Hd. Cap. 4-40 x 5/8 lg. 
Stl. Black Ox Fin 
Serew, Soc. Hd. Cap. 4-ho x 3/h lg. 
Stl. Black Ox Fin 
Serew-Mach., Rd. Hd. 2-56NC 2A x 3/4 lg. 
Stl. Corr. Res. 


Serew, 


Binder Hd. 1.0 lg. Stl. Nickel Pl. 


Screw-Mach., Binder Hd., 4-4ONC 3 x 1.250 lg. 


Screw, 
Serevw, 
Screw, 
Serew, 
Screw, 
Screw, 


St. Cad. Pl. 
Binder Hd., 6-32 x 3/8 lg. Stl. Cad. Pl. 
Rd. Hd. 6-32 x 3/8 le. 

R. Hd., 7/16 lg. 

Flat Ha., 1/2 lg. 

Rd. Hd. 6-32 x 1/2 lg. Stl. 

Rd. Ha. 6-32 x 7/8 lg. 


Screw Set 8-32 
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LIST OF RECOMMENDED HARDWARE 


Part No. No. Req. Description 
25 Washer, Split Lock, Steel, No. 0 

Blacken per MIL-F-13924, C. L. I. GR. A. 
AN9Q35-2 50 Washer, Lock No. 2, Stl. Cad. Pl. 
AN935-2L 50 Washer, Split Lock No. 2, St. Cad. Pl. 
AN936-A2 50 Washer, Lock Int. Tooth, No. 2 Stl. Cad. Pl. 
AN960-2 50 Washer, No. 2 Stl. Cad. Pl. 
AN960-2L 25 Washer, Flat 

50 Washer, Plain, No. 4, Stl. Cad. Pl. 

AN935-4 50 Washer, Lock No. 
AN935-41L 50 Washer, Split Lock No. 4, Blacken per 

MIL-F-13924 CL.1, CR.A. 
AN936-Ak 50 Washer, Lock, Int. Tooth, No. 4 
AN960-4, 50 Washer, Plain 
AN960-41L 50 Washer, Flat No. } 
AN960-4L 25 Washer, No. 4, Blacken per MIL-F-13924 

CL.1, GR.A. 
AN960-D4L 25 Washer, No. 4, Light 
AN935-6 25 Washer, Lock No. 6 
AN936-A6 25 Washer, Lock, Int. Tooth 
AN960-6 25 Washer, Flat, No. 6 
AN960-6L 25 Washer, Flat, No. 6 
AN960-D6L 25 Washer, No. 6, Light 
AN961-10 25 Washer, Plain 
AN935-416L 25 Washer, Lock, Split 1/4 
AN936A516 25 Washer, Lock 
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Additions to 360-Day Support List for System I 


MP Number Nomenclature Quantity 
MP-10600 Solenoid, Jam Roller, West Coast Electric 8 
Mfg. Corp. No. A=359 
MP-64001 Delay Line, Gudeman G-101, or Burbaker RDL-500 8 
MP-10016 Transition Ass'y Complete 2 
MP-40009 Choke, 27 microhenries, Jeffers Elect. h 
MP- 30518 Capacitor, Tantalytic, G. E. No. 29F515 50 
MP-1LOO4L Loop Arm Supply Reel Complete Ass'y 2 
MP-10046 Loop Arm Take-Up Reel, Complete Ass'y 2 
MP-62001 Plug Winchester, No. HM/PLR 12 
MP-61001 Socket, Winchester, No. MISLS 12 
MP-61003 Receptacle, Winchester, No. MRE7S-G 12 
MP-10436 Plug, Winchester, No. MRETP-G 12 
MP-61002 Socket, Winchester, No. M/SLS 12 
MP-62103 Plug, Winchester, No. M7PLS 12 
MP-63003 Cable Ass'y., Coaxial 12 
MP-63004. Cable, C, Unit and C, Unit to Bulkhead 6 
MP-63005 Cable, C, Unit to C, Unit 6 
MP-10993 Cable Ass'y. (with heater plug) 6 
MP=10212 Desiccant, Mobilbead, Socony-Vacuum 2 
1 lb. Size 
MP-57002 Fuse, 2 amp., 3 AG, Slo-Blo, ll7v., 50 


No. 159023 
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Additions to 360-Day Support List for System I 


MP Number Nomenclature Quantity 
MP-62006 Plug, Winchester, No. MRE@1P-G 12 
MP-10229 Tape, Plastic Electrical, Scotch, 1/2". 24 
Wide Roll 
MP-10219 © Cheesecloth, 10 yd Roll 2 
MP-70027 Lubricant, Molly Spray Kote, Alpha Corp. 2 
12 oz.can 
MP-61209 Adapter, BNC, TEE, UG-274/U or UG-274A/U 20 
MP-560L1L Adapter, BNC, Right Angle, UG-306/U . 10 
MP-56008 Adapter, Type N, Straight, UG-29B/U 10 
MP-56018 Adapter, TEE, Type N, UG-107B/U 10 
MP~55939 Adapter, BNC-N, UG-201/U 10 
MP-56026 Adapter BNC - UHF, UG-255/U 20 
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QUANTITY CHANGES AND NOMENCLATURE CORRECTIONS TO 360-DAY SUPPORT LIST FOR SYSTEM I 


List 


Item No. 


12. 


13. 


14. 


56. 


70. 


MP 
Number 
MP-10174 
MP-10184 


MP-10168 


MP-68001 


MP-10001 


Nomenclature 


Motor, Capstan, with Electric 


Filter, Mech. Filter and Bracket 


Motor Supply Reel, and 
Gear Box Assembly 


Motor Take Up Reel, and 
Gear Box Assembly 


Relay, Thermal 


Circuit Board Assembly 
Receiver Unit 


Instruction 


Change Quantity from 10 to 8 


Change Quantity from 10 to & 


Change Quantity from 10 to 8 


Correct Nomenclature to Read: 
Relay, Time Delay, RM 6O or 
Amperite No. 6NO60T - Change 
Quantity from 4 to 8 


(Formerly Item No. 55 on 
previous listing) Correct 
nomenclature to read: 
Board, Printed Circuit, 

B Unit - Change Quantity 
from 5 to 4. 
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Deletions to 360-Day Support List System I 


List Item 
Number MP Number Nomenclature 
3. MP-30005 Capacitor, Silverlytic, @MFD, LOOV, Mallory, Tap 
py MP-204.32 Kit, Resistor, Ohmite Cab-10, 1/2 watt with Cabinet 
53. MP~204.28 Kit, Resistor, Ohmite Cab-2, 1 watt with Cabinet 
69. MP-4.0154 Reel 10-1/2", Plastic for Storage of Tape 


Approved For Release 2000/05/16 : CIA-RDP81B00878R001400040155-7 


25X1A 
Approved For Release 2000/05/16 : CIA-RDP81B00878R001400040155-7 


Approved For Release 2000/05/16 : CIA-RDP81B00878R001400040155-7 


MP Number 


MP-10600 
MP-64001 


MP-10016 


MP-1.0009 
MP- 30518 
MP-10041 
MP-100L6 


Mp-62001 


MP-61001 


MP-61003 
MP-10436 
MP-61002 
MP-62103 
MP-63003 


MP-63004 


MP-63005 
MP-10993 


MP~10212 


MP-57002 
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Additions to 360-Day Support List for System I 


Nomenclature 


Solenoid, Jam Roller, West Coast 
Electric Mfg. Corp. No. A+359 


Delay Line, Gudeman G-101, 
or Brubaker RDL-500 


Transition Ass'y Complete 


Choke, 27 microhenries, 
Jeffers Elect. 


Capacitor, Tantalytic, 
G. E. No. 29F515 


Loop Arm Supply Reel Complete 
Ass'y 


Loop Arm Take-Up Reel 
Complete Assembly 


Plug Winchester, No. HM+PRL 

Socket, Winchester, No. M4SLS 
Receptacle, Winchester, No. MRE7(S-G 
Plug, Winchester, No. MRE7P-G 
Socket, Winchester, No. M/SLS 

Plug, Winchester, No. M7PLS 

Cable Ass'y, Coaxial 


Cable, Cy Unit and Cp Unit to 
Bulkhead 


Cathe, Cy Unit to Cz Unit 
Cable Ass'y (with heater plug) 


Desiccant, Mobilebead Socony-Vacuum 
1 lb. Size 


Fuse, 2 amp., 3ag, Slo-Blo, 11lfv., 
No. 159023 


Estimated 


Unit Cost 


6.15 


1.80 


201.13 


201.13 
.70 
1.08 
Ok 


No. of 
Units 


50 


50 


Eatimated 
Amount 


54.00 


80.00 
21-30 


1.60 


90.00 


402.26 


402.26 
8.40 
12.96 
11.28 
11.88 
14.28 
7.08 


18.00 


36.00 
36.00 


300.00 


3.00 


6.00 
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Additions to 360-Day Support List for System I 


Estimated 
MP Number Nomenclature Unit Cost 
MP-62006 Plug, Winchester, No. MRE21P-G 1.16 
MP-L0229 Tape, Plastic Electrical, 
Scotch, 1/2" wide Roll £535 
MP-10219 Cheesecloth, 10 yd. roll 1.35 
MP- 70027 Lubricant, Molly Spray Kote 
Alpha Corp. 12 oz. can 2.00 
MP-61209 Adapter, BNC, TEE, UG-274/U 
or UG-274A/U 2.97 
mMp-65008 Adapter, Type N, Straight, UG-29B/U 2.05 
Mp-56018 Adapter, TEE, Type N, UG-107B/U 2.75 
MP-55939 Adapter, BNC-N, UG-201/U 1.35 
MP-56026 Adapter BNC-UHF, UG-255/U 1.40 
MP-56100 Adapter, BNC, Right Angle, UG-306/U 1.60 


No. of 
Units 


12 


Estimated 
Amount 


21.12 


32.40 


2.70 


4.00 


59.40 
20.50 
27.50 
13.50 
28.00 
16.00 
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QUANTITY CHANGES TO 360-DAY SUPPORT LIST FOR SYSTEM I 


INCREASE IN QUANTITY ITEMS: 


LDV ES a eS 


List MP Estimated Present Added Estimated — 
Ttem No. Number - Nomenclature Unit Cost Quantity Quantity Amount 
58. 68001 Relay, Time Delay 2.80 4 4 22.40 
RM-60, or Amperite 
No. 6NO6OT 
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QUANTITY CHANGES 


TO 360-DAY SUPPORT LIST FOR SYSTEM 1 


REDUCTION IN QUANTITY ITEMS: 


List 


Item No. 


le. 


13. 


14. 


70. 


MP Estimated 


Number Nomenclature Unit Cost 


MP-10174 Motor, Capstan, with 
Electric Filter, Mech. 
Filter and Bracket 186.15 


MP-10184 Motor, Supply Reel, 
and Gear Box Assembly 257-00 


MP-10168 Motor, Take Up Reel 
and Gear Box Assembly 257.00 


MP-10001 Circuit Board Assembly, 
B Unit 557-48 


Present Revised 
Quantity Quantity 


10 8 


10 8 
10 8 
5 4 


Exhibit G 


Ri bdd%401 88-7 


Estimated 
Reduction Amount 


372.30 


514.00 


514.00 


557 48 
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ADDITIONS TO EQUIPMENT LIST VI 
SLOE FOR SYSTEMS 1 and 3 

MP Number Nomenclature Quantity 
MP10770 Test Jig for O2A with Shield 1 
MPLO767 Test Jig for O2B L 
MPLO751 Test Jig for O02C 1 
MP1O776 Test Jig for 02D 1 
MPLOT49 Test Jig for 03 1 
MP1OT779 Test Jig for O4 1 
MP10553 Test Jig for 05 1 
MP10782 Test Jig for 03, O4, 05 eu 
MP10820 Test Probe R. F. 2 
MP10817 Cable, Power 2 
MP1LO843 Shield, Can "7", for use with MP1O767 

MP10751, and MP1OT76 1 
None Bench, Standard Lab. Model (GFE) 10 
MPL1I113 Attenuator, Coax, PRD Type 130-D, 

20.4 db at 5 kme 2 
MP1O166 | Meter, Megacycle MEASUREMENTS CORP. 

Model No. 59, Grid Dip Meter 3 
MP11023 Panel, Test, System 3 3 
MP10439 Kit, Tool, System 3 3 
MP10811. Amplifier and Rack Assenbly AMPEX 

No. 5701 1 
MP10404 Power Supply, AMPEX No. 3742 1 
MP10639 Transport, Low Speed, AMPEX No. 5700 (Modified) 1 
MP63007 Cable, Power Supply, AMPEX 3 
MP63008 Cable, Interconnecting, Bias, AMPEX 2 
MP63010 Cable, Interconnecting, Power, AMPEX 1 
MP63011 Cable, Interconnecting, Power, (Modified) AMPEX in 
MP63012 Cable, Primary, Power, AMPEX 1 
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DELETIONS TO EQUIPMENT LIST VI 
SLOE FOR SYSTEMS 1 and 3 


List MP 
item No. Number Nomenclature Quantity 

3 MP63014 Cable, Test Horn Feed h 
k MP63015 Cable, Primary-Power Test Set h 
17 MP1O405 Horn, S-Band 2 
18 MP10313 Horn, X-Band 2 
19 MP1O209 Set of Jigs for Electronics Board (System 3) 

consisting of one (1) each MP-10770, MP-10767 

MP-10751, MP-10776, MP=-10749, MP-10779, MP-10553, 

MP-10782, MP-10843, and two (2) each MP-10820 and 

MP-10817 1 
33 MP10566 Test Set, Ground; for System 1 Including Scope 

Hood 6(*) 
34 MP10199 Test Set, Ground; for System 3 6(*) 
ST MP1O506 Tripod, Test Horn (Modified) 5 


(*) Cost of these items was not included in cost of Equipment List VI 
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List 
item No. 


52 


23 


54 
29 
56 


aT 
58 
ie 
60 
61 
62 


63 
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Number 


MP11113 


MP1OL66 


MP11023 
MP1O439 
MP1O881 


MPLOLOL 
MP10639 
MP63007 
MP63008 
MP63010 
MP63011 


MP63012 


ADDITIONS TO EQUIPMENT LIST VI 
SLOE FOR SYSTEMS 1 and 3 


Nomenclature 


Attenuator Coax PRD 
Type 130-D, 20.4 db 
at 4 kme 


Meter, Megacycle 
MEASUREMENTS CORP. 
Model No. 59 

Grid Dip Meter 


Panel, Test, System 3 
Kit, Tool, System 3 


Amplifier and Rack Assembly 
AMPEX No. 5701 


- Power Supply AMPEX 


No. 3741 


Transport, Low Speed 
AMPEX No. 5700 (Modified) 


Cable, Power Supply, 
AMPEX 


Cable, Interconnecting, 
Bias, AMPEX 


Cable, Interconnecting, 
Power, AMPEX 


Cable, Interconnecting, 
Power (Modified) AMPEX 


Cable, Primary Power, AMPEX 


Estimated 


Unit Cost 


$ 45.00 


168.00 
200.00 
10.00 


425.00 
75.00 
850.00 
3.00 
2.00 
3.00 


5.00 
1.50 


Quantity 


W W Ww 


2 


66046 755-7 


arch 28, 19 


Be 


Estimated 
Amount __ 


$ 90.00 


504.00 
600.00 
30.00 


425.00 
75-00 
850.00 
9.00 
4.00 
3.00 


5.00 
1.50 
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QUANTITY CHANGES TO EQUIPMENT LIST VI 
SLOE FOR SYSTEMS 1 and 3 


MP Estimated Present Added Estimated 
Number Nomenclature Unit Cost Quantity Quantity Apount 
MP 10415 Dolly Table Top, 96.75 2 3 483.75 


MAGNESIUM CO. OF 
AMERICA, M-126 
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